LISnARV 


TWRC.aLYH  IIURAL  DI3TEICT  CO'OxTCIL 
ANirUAL gaPO.RT 

1 9 3 0>  . ' ^ 

GEiiaRAL  STATISTICS. 

Area  in  Acres  53 >865 

Population  (pLegistror  General’s  Mid.  1950  Est.)‘  8,490 


Rateable  Value 

(on  31.5.50.) 

26,812 

Sum  represented 

by  a Penny  Rate  (on  31.5.50.) 

£108  - 15  - 6d 

IIo,  of  Rateable 

-Premises 

3,590 

VITAL  STATISTICS. 

nlVE  BlRTIIS  ( Actual  Occurre ncos  ) 


Male 

19  4 9 

Female  Total 

Male 

i_9_e.o 

Female 

Total 

Legitimate 

66 

59 

125 

55 

75 

128 

Illegitimate 

7 

4 

11 

2 

5 

5 

75 

63 

136 

57 

76 

155 

Birth  Rate  (Total) 

T^rcelyn  15.7  (Crude)  18.2  (Corrected) 

England  and  Pales  15.8 

The  figures  for  1949  based  on  a civilian  population  of 
8,600  (as  compared  to  the  PtOgistrar  General’s  Mid,  1950 
Estimate  of  8,490)  ^rere 

Crude  Rate  - 15.8 

STIIPBIPTIiS . 


Male 

2 

Female 

1 

TOTAL; 

3 

Stillbirth  Rote  per 

1,000  totaT  (live  and  still) 

22.1 

Stillbirth  Rate  pv)r 

1,000  estimated  populatioi 

0.4 

England  and  ’‘"ales 

0*4 

Anglesey 

= 

0.5 

1 


DEATHS  ( total) 

Malo 

Feniola 

TOTAL 


= 13.7 
= 10.^ 
= 11.6 

= Nil. 

DEATHS  iJiyDii^R  ONE  YEAH  OF.  ACHS  . 

MgIo 
Fomale 

5 


1. 

2. 


Death  Rate  per  1,000  population  (Crude  Rate) 
0 o r r e c t o d Plg  t e 
Ensinnd  and  WaloS 


59 

57 

116 


22.5 

29.8 

DEATHS  UNDIR  4 WllKS  OF  AGE. 

Male 
Female 

TOTAL  1 


Infant  Mortality  Rato  per  1,000  live  births 
$ 

England  and  Hales 


Neonatal  Mortality  per  1,000  live  births  = 7.5 

England  and  Wales  18 


CAUSES  OF  DEATH. 


Tuberculosis , r«_spiratory 

Tuberculosis,  other 

Malignant,  neoplasm,  breast 

Malignant , neoplasm,  stomach 

Malignant,'  neoplasm, lung,  bronchus 

Malign  nt , ne  o pi  a s m , ut  e ru  s 

Other  malignant  and  lymphatic  neoplasms 

Vascular  lesions  of  nervous  syst.-m 

Coronary  disease,  angina 

H;)g)ertension  'ulth  heart  disease 

Other  heart  disease 

Other  circulatory  disease 

Pneumonia 

Bronchitis 


Male 
■ 2 ‘ 


1 

2 


y 

12 

10 

2 

7 

2 

5 


Female 

1 

1 

2 

1 

2 

7 

10 

5 

2 

9 

y 

1 

2 


2 


Ulcor  of  stomoch  cmd  duodenum  - 1 
Gastritis,  ontoritis  and  diarrhoc-a  1 1 
ITophritis  and  nephrosis  - 1 
Hyperplasia  of  prostate  1 - 
Congenital  malf ormations  - 1 
Other  defined  and  ill-defined  diseases  2 9 
-ill  otjier  accidents  3 

59  57 


Prevention  and  Concrol  o f Inf  c t i o u s Pi s o a s e s 
iTo tif i ablc^~"Di'se a se~s~  Ce :rc~l u'd in~3 '1  u b e fc u 1 o sis ) 


DL_.;i:fSEG 

l-4yrs . 

..  ,>■ — i 

t 

5-9  1 
( 

10-14 

15-19 

20-44 

45-64 

65 

o^or 

Scarlet  Pev^r 

10 

7 

4 

_ 

1 

heasles 

49 

42 

4 

1 

1 

— 

— 

■'ll 0 0 ping  C 0 ugh 

52 

19 

1 

- 

- 

- 

- 

iicuto  Primary  Pneumonir 

1 

6 

- 

4 

-- 

2 

2 

Eryfjipolas 

— 

- 

- 

- 

— 

1 

- 

Diphtheric 

2 

- 

- 

- 

1 - 

- 

- 

Dysentery 

1 

1 

1 

l-ID 


E.hUr]I.niTiaH. 


Number  of  Immunis''tions  carried  out. 


0-4 

5-15 

ij 

T 0 f A L 

Popula- 

tion 

No  • 

immunised 

Popula- 

tion 

No . 

Immunised 

Popula- 

tion 

I'To . 

Immunised 

% 

660 

395 

I 

so.o 

1257 

1103 

87.7 

1917 

1498 

1 

78.1 

—f  “T  ^ 

..  . . i 

Vaccinations . 


203  Vaccinations  of  ^which  177  v/er.:  primary  protections. 


3 


] 

( 

I 

I 

I 


IITSPECTIOHS 


ffgctories  Lets  1937  end  19^8, 


Number  Number  of 

PREivilSES  on  

Pogister  Inspection  ■'’Written  Occupiers 

Notices  prosecuted 

(i) Factories  in  i-’liich  30  36  1 - 

oections  1,2,  3»^  6 

are  to  be  enforced  by 
Local  -i u t ho r i t i e s 

(ii) Pactories  not  _ 

included  in(i)  milch 

Lection  7 is  enforced 
by  the  Local  Authority 

(iii) Other  premises  in  - - - - 

’A/hich  Lection  7 is 

enforced  by  the  Loc.^1 
Authority  ercludinp 
o ut  “a;7  0 rk  e r s • p r e m i rs  e s 


30  56  1 


CASE3  IN  ^^rniCPI  DEPJICLS  "'SRii;  POUND. 


Number  of  cases  in  ’A/hich  defects 

No . of 

PAPN?B}UI.ARS 

vjore  found. 

cases 
in  A.Tjhich 

Referred 

prose- 

Found 

Remedied 

cutions 

To  H.H.  By  H.M. 

T^ere  in- 

Inspector  Inspector. 

stituted 

Uant  of  1 

1 

cleanliness 


Sanitary 
C onve  nienc  e s - 

(a )insufficient  1 

1 

1 

(b)unsuitable  or  - 

— 

— 

- 

- 

defective 

(c)  Not  separate  - 

mam 

for  seres 

TO'I-.D 


2 


2 


1 


■‘0 

I 


■,'v 

'■ 


/ 


f!' 


